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1. Locations 

-. The Agovetal plant is located east of wAHTUPOL (3793498 / 
A7°O7'N), Ukrainian SSR east of the Kalmius iver. directly 
on the Sea of Azov. 


e. Phant Installations: 


The plant, which was heavily damaged during the war, had 
been rebuilt since 1945. : 
AL] war damages were reogired by. October 1948. Only a 
shop, desivnatad "wachine hall", the serap dopartment, an 
ol¢g shop west of the rolling mill and a garage date back 
as far as 1935, all other buildings being erected after 
1945. The new buildings are elther filled in by bricks 

or glass. The roofs are covered with sheet ustal or 
course fibre slabs, gome provided with skylights. #liely 
dispersed RA connection was available. Power was supplied 
from the outside andi is transformed by a plant-owned trans= 
former station. 

For plant Layout see Annex. 

The plant covers an area of about ‘1 4+ x % miles. 


3, Work Force: 
Ascarding to Soviet statements, 40,000 workers working in 
theee shifts, including 3,000 Pls and 1,200 Soviet prisoners. 
Hitty pereent were women and numerous juveniles. 
4. broductions. 
Railroad tracke(no other rolled products were observes). 
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ll. Openehearth department, o red brick structure which 
Looked very nevlected although it was bullt after 
1945. It had 9 black sheet metal soof resting on 
sieel girders. There were six openenearth furnaces 
and several Jessemer converters. vo 120-foot tape~ 
ring metal smokestacks were loc ted to the north. 


stmucture with brick lining; plastercd with grey clay, 
andi a black sheet metal roof. ‘he pigs were talcen 
from their molds and cooled in this shop. 


12. Old vorkshop with the inscription "1935", 2 stcel 


13. Rolling mill department 2,500 fect, divided in seve- 
ral shops. shop 1, 1,600x120 feet with six furnaces, 
5 or 6 dynamos to drive the roll train and the large 


roll. 
Shop 2, 2,380x300 feet with various rolls and cojged 
material 


Shop 3, 450x120 feet with the continued roll train 

and 2 furnaces 

Shop 4, 1,000x240 foot, a stecl structure with steel 
roof girders. 

Tne workshop is covered by a flat saddic roof of 
plastic slabs ay far as the beginning of the roll train, 
then by a number of glassed transversal shed roofs to 
the west. ithe upper half of the walls of the entire 
shop was of class. At tne entranne between shop 3 and 
4 there was a shape mill followed by 3 pairs of "trans- 
versal" voll trains which could be secon by source. 

& 12 foot "shop sate" belonsed to each pair of roll 
trains. sourec belicves that the remaining part of 

tho workshop, whieh he could not see, was equipped 

like the Jescericei one. 


14. Storage and shed for electrical eguilpuent 300x95x25 fees, 
& brick bullding with slantin; roof, not plastered. 


ny 


The roof was coverei with bluck shset uctal. 
15. Grey-plastered brick building 240x90x36 fect, with flat 
' goddle voor, ‘ 


1€. o¢wase installation where the entire sewage systen of 
the olant conversed. where is a new channel system 
amd un old one which is still vurtLlully used. 


17. Jonerets fuctory which sunplied tae ceonereteo used for 
tac construction of the plant. According to state- 
gents by voviets another open=necarta Jop.rtucnt is to 
be buLlt later. , 

fc para 132 Six suokestacks were over tie annculing fure 
nace in tac southern section of workshops 1 anid 2, 
gmokestacks over the anncalin:; furnaces in th. northern 
section of workshop 3. 

Wau plan, road indicated on the sketeh nas 1 Aead stone 
pavejente Jbli.y new roads wild usphalt-Jrit layer were 
polu, Gonusructed. All bubldings are new With tae 
execptlon og sue buildings wo. 3, 6, 7 anal ie which 
vere built in 1935 or carlicr. 
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